Section 05 


Itustration Plates for Special Shutters. 


Zeiss Ikon AG, Stuttgart 


Voigtlander, Braunschweig 


Linhoff, Miinchen 


Linhoff, Miinchen 


Graflex, Rochester, USA 
Rollei-Werke, Braunschweig 


Agfa-Gevaert, Miinchen 
Kodak AG, Stuttgart 


CS-1110-556 


CS$-1112-445 
C$-1210-277 


CS-1210-604 


CS-1210-660 
CS-1210-671 


CS-1307-607 
CS-1912-206 


CS-1914-102 
CS-1914-301 
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Sept. 1963 


SYNCHRO-COMPUR 00-MXV 
SpezialverschluB fir Fa. ZeiB Ikon AG, Stuttgart CS 1110-556 
Special Shutter for Messrs. Zeiss Ikon AG., Stuttgart Tafel/Plate 1 





COMPUR-WERK MUNCHEN 


* 66 Sept. 1963 


SYNCHRO-COMPUR 00-MXV CS 1110-556 


SpezialverschluB Fa. Zeiss Ikon AG, Stuttgart Tafel 
Special Shutter for Messrs. Zeiss-Ikon AG., Stuttgart Plate 


COMPUR-WERK MUNCHEN 





Dezember 1965 


SYNCHRO-COMPUR X-00-XV CS-1112-455 


Weit-Reflex-Spezial fiir Fa. Voigtlander Braunschweig 


Wide-reflex-special for Messrs. Voigtlander Braunschweig me 


Siehe auch CN-1110-035 
see also CN-1110-035 


738 @ 





COMPUR-WERK MUNCHEN 


Oktober 1970 


SYNCHRO-COMPUR 0-MX eet hake 
ate! 
Spezial Plate 1 


Anmerkung Nr. © siehe Abschnitt [] der Reparaturanleitung 
Supplement No. © See section [1] of instructions for repairs 


M 2x5 DIN 84 


A13 
595 
Kugel/Ball 1,5 ® 
DIN 5401 


Kugel/Ball 1,5 ® 
DIN 5401 


COMPUR-WERK MUNCHEN 





SYNCHRO-COMPUR 0-MX 
Spezial 


Anmerkung Nr. © siehe Abschnitt (] der Reparaturanleitung 
Supplement No. O See section ( of instructions for repairs 


1,0 DIN 6799 
on 504 


445—085 


595 
Kugel/Ball 1,5 
DIN 5401 


445-085 


COMPUR-WERK MUNCHEN 


Oktober 1970 


CS-1210-277 
Tafel 2 
Plate 2 





Oktober 1970 


SYNCHRO-COMPUR 0-MX assksn  ia 
afte 
Spezial Plate 3 


Anmerkung Nr. © siehe Abschnitt (] der Reparaturanleitung 
Supplement No. © See section _] of instructions for repairs 





COMPUR-WERK MUNCHEN 


Oktober 1970 


SYNCHRO-COMPUR 0-MX CS -1210-277 
Tafel 4 


Spent Plate 4 


Anmerkung Nr. © siehe Abschnitt [|] der Reparaturanleitung 
Supplement No. © See section [| of instructions for repairs 


567 


COMPUR-WERK MUNCHEN 





Oktober 1970 


SYNCHRO-COMPUR 0-MX CS-1210-277 
Tafel 5 


Spezial Plate 5 


siehe Abschnitt [] der Reparaturanleitung 


Anmerkung Nr. © 
See section (] of instructions for repairs 


Supplement No. © 


011—522 


ry, 


304 
681—300 
113 


Kugel/Ball 





COMPUR-WERK MUNCHEN 


Oktober 1970 


SYNCHRO-COMPUR 0-MX CS-1210-277 
Tafel 6 


Spezia Plate 6 


Anmerkung Nr. © siehe Abschnitt (1) der Reparaturanleitung 
Supplement No. © See section [1] of instructions for repairs 


COMPUR-WERK MUNCHEN 





“68 Oktober 1966 


SYNCHRO-COMPUR 0-MXV 
SpezialverschluB fiir Fa. Linhof, Miinchen 
Special Shutter for Messrs. Linhof, Munich 


CS-1210-604 
Tafel/Plate 1 


523 522 





COMPUR-WERK MUNCHEN 


“9 Oktober 1966 


SYNCHRO-COMPUR 0-MXV 
SpezialverschluB fiir Firma Linhof, Miinchen 
Special shutter for Messrs. Linhof, Munich 


CS-1210-604 
Tafel 2 





COMPUR-WERK MUNCHEN 


“69 Dezember 1965 


SYNCHRO-COMPUR 0-MXV 


mit Sektorendffnungseinrichtung und Tragfassung 


CS-1210-660 


with blade-opening mechanism and reinforced mount 


Anmerkung Nr. © siehe Abschnitt 1] der Reparaturanleitung 
Supplement No. © See section [] of instructions for repairs 


Kugel/Ball 1,5mm @ 
DIN 5401 


Sechskantmutter M 2,3 DIN 439 
hexagon nut 


siehe CN-1210-051 
see CN-1210-051 


000-102 


2/102 


COMPUR-WERK MUNCHEN 





Mai 1970 


SYNCHRO-COMPUR O-MXV CS—1210—671 
SpezialverschluB fiir Fa. Linhof, Miinchen Tafel 1 
Special Shutter for Messrs. Linhof, Munich Plate 1 


Anmerkung Nr. © siehe Abschnitt [] der Reparaturanleitung 
Supplement No. O See section (J of instructions for repairs 
Abbildung der tibrigen Teile siehe CN-1110-000 / The other parts see CN-1110-000 


Kugel-Ball 
2,0 mm 


Kugel-Ball 
2,0 mm ¢ 





COMPUR-WERK MUNCHEN 


Mai 1970 


SYNCHRO-COMPUR O-MXV CS—1210—671 
SpezialverschluB fiir Fa. Linhof, Miinchen Tafel 2 
Special Shutter for Messrs. Linhof, Munich Plate 2 


Anmerkung Nr. © siehe Abschnitt [] der Reparaturanleitung 
Supplement No. © See section [J of instructions for repairs 


COMPUR-WERK MUNCHEN 





‘a: Dezember 1965 


SYNCHRO-COMPUR 1-MX CS-1307-607 


SpezialverschluB fir Fa. Graflex, Rochester, USA 
Special Shutter for Messrs. Graflex, Rochester, USA 


Tafel 1 


COMPUR-WERK MUNCHEN 





Juni 1968 


COMPUR-000-X REFLEX 


i a ; CS-1912-206 
fir Firma Rollei-Werke, Braunschweig 
for Messrs. Rollei-Werke, Braunschweig Tafel/Plate 1 


siehe Abschnitt [1] der Reparaturanleitung 
See section [] of instructions for repairs 


Exzenter 288 Kugel/Ball 
eee 228 = 2.0mm@ DIN 5401 


COMPUR-WERK MUNCHEN 





57611) 2 


Juni 1968 


COMPUR-O000-X Reflex 


fiir Firma Rollei-Werke, Braunschweig 


CS-1912-206 


for Messrs. Rollei-Werke, Braunschweig Tafel/Plate 2 


siehe Abschnitt [1] der Reparaturanleitung 
See section [] of instructions for repairs 


1,5mm DIN 6599 
545 


(3/761 
572 
170 


Exzenter [2] 
Eccenter 


COMPUR-WERK MUNCHEN 





Juni 1968 


COMPUR-000-X Reflex 
fir Firma Rollei-Werke, Braunschweig 
for Messrs. Rollei-Werke, Braunschweig 


CS-1912-206 
Tafel/Plate 3 


siehe Abschnitt [1] der Reparaturanleitung 
See section [] of instructions for repairs 


Fig. 1: Zeitjustierung 6 
Speed adjustment 


Vy waw VWias sec 


1/50 und /s00 sec 


Fig. 2 [6] 


1 
Vals /301/g 


Fig. 5 
302 =. 316, 355 





COMPUR-WERK MUNCHEN 


Juni 1968 


COMPUR-O00-X Reflex 
fir Firma Rollei-Werke; Braunschweig CS-1912-206 
for Messrs. Rollei-Werke, Braunschweig Tafel/Plate 4 


siehe Abschnitt [] der Reparaturanleitung 
See section L] of instructions for repairs 


DIN 6799 0,8 


DIN 6799 0,8 





COMPUR-WERK MUNCHEN 


Juni 1968 


COMPUR-OOO-X Reflex 


fiir Firma Rollei-Werke; Braunschweig 
for Messrs. Rollei-Werke, Braunschweig 


CS-1912-206 
Tafel/Plate 5 


siehe Abschnitt [] der Reparaturanleitung 
See section [J of instructions for repairs 


COMPUR-WERK MUNCHEN 





Dezember 1968 


COMPUR-000-X Reflex 
fir Firma Rollei-Werke, Braunschweig 
for Messrs. Rollei-Werke, Braunschweig 


CS-1912-206 
Tafel/Plate 6 


Siehe Abschnitt [1] der Reparaturanleitung 


See section [] of instructions for repairs 





COMPUR-WERK MUNCHEN 


* 66 November 1964 


COMPUR-RAPID 000-X CS 1914-102 
SpezialverschluB fiir Fa. Agfa-Gevaert AG, Miinchen 
Special Shutter for Messrs. Agfa-Gevaert AG, Munich Tafel/Plate 1 


Fig. 1 
Einstellung der VerschluBzeiten 
Setting of shutter speeds 





COMPUR-WERK MUNCHEN 


A/November 1964 


COMPUR-RAPID 000-X CS§-1914-301 
SpezialverschluB fiir Fa. Kodak AG, Stuttgart 


Special Shutter for Messrs. Kodak AG, Stuttgart Tatel/Plate 1 


In Einstellung ,,B” 
In setting “B” 


COMPUR-WERK MUNCHEN 





